Chief Officer 
2nd Officer 
Ext 2nd Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
3rd Officer 
Radio Officer 
Purser 


Dart America 
Container - 28,488 d.w.t. 


1981 Renamed MANCHESTER CHALLENGE 
1988 Registered at Hong Kong, renamed OOCL CHALLENGE 
1996 Broken up at Gadani Beach. 


Spring 1972 
(29/04/1972) 


Captain Winter M.J 
Chief Eng Officer Baker | 





Watchorn D 2nd Eng Officer Awberry A 
Perkins B 3rd Eng Officer Restall M.J 
Griffiths P 3rd Eng Officer Gray R 
Buckeridge G 3rd Eng Officer Ford H 
Cross P Electrical Officer Shaw P.H 
Brain V 
Bosun Dunford J 
Senior Mechanic Walters A 
Cook Plunkett J 
2nd Steward Andrews P 
Autumn 1972 


(01/10/1972) 
Captain Ashton A.F 
Chief Eng Officer Williams K.J 


Watchorn D.M 2nd Eng Officer Lockie M 


Alexander G 3rd Eng Officer Walker J 
Starr R.G Ext 3rd Eng Officer Brooks N.R 
Kunze A.R Ext 3rd Eng Officer Palmer W 
Cross P.A Electrical Officer McRae A 


Smith J.P 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 

Ext Chief Officer 
Radio Officer 
Purser 


Thomas C.O 
Bayliss E.W 
Walford C.E 
Cross P.A 
Willis F.J 


Brown P.A 
Herring J.W 
Robins M.R 
Cross P.A 
Callon J 


Spring 1973 


(01/04/1973) 


Captain IrishE 
Chief Eng Officer Williams K.J 
2nd Eng Officer Walters M.S 
3rd Eng Officer Walker J 
4th Eng Officer McRae M.S 
Jnr Eng Officer Bell E.A 
Electrical Officer Francis B 


Autumn 1973 


(07/10/1973) 


Captain Ashton A.F 
Chief Eng Officer Williams K.J 
2nd Eng Officer Mullaly A.E 
3rd Eng Officer Edgington J.S 
4th Eng Officer Noel R.E.A 
Ext 4th Eng Officer Lawrenson W 
Electrical Officer Richie R.S 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Winter 1973 


(19/02/1974) 


Captain Butler M.J 
Chief Eng Officer Tennet G 


Brown P.A Ext Chief Eng Officer Green H 
Herring J.W 2nd Eng Officer Mullaly A.E 
Smith D.E 3rd Eng Officer Agnes G 
Cross P.A 3rd Eng Officer Newrick D.A 
Willis F.J 4th Eng Officer Williams J 

Electrical Officer Richie R.S 

Summer 1974 
(18/09/1974) 
Captain Hine D 
Chief Eng Officer Williams K.J 

Pain M.J 2nd Eng Officer Nash B.E 
Starr R.G 3rd Eng Officer Agnes G 
Poynder A.J.L Ext 3rd Eng Officer Walker J 
Conn | 4th Eng Officer Taylor R.B 
Willis F.J Electrical Officer McRae A 


Bosun Dunford R 
Cook Ritchie G 
Storekeeper Porter T.A 





Summer 1975 


(19/09/1975) 


Thomas C.D 
Moore T.R 
Farrar F.A.A 
Fell A.E 
Brain J.A 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Captain Woodfield J.R 
Chief Eng Officer Green H 
2nd Eng Officer Blaxland M 
3rd Eng Officer Lambert P.W 
4th Eng Officer Willoughby B 
Ext 4th Eng Officer Altree N 
5th Eng Officer Pickup R.W 
Electrical Officer Rodgers D 


Bosun Dunford R 
Cook Stoddern A.B 
Storekeeper Wilson G 





Winter 1975 


(16/02/1976) 


Chief Officer Thomas C.O 
2nd Officer Farrar F.A.A 
Ext 2nd Officer Bridgeman P.A 

Radio Officer Cross P.A 


Bosun 


Captain Woodfield J.R 
Chief Eng Officer Green H 
2nd Eng Officer Blaxland M 
3rd Eng Officer Agnes G 
4th Eng Officer Walduck P 
5th Eng Officer Kapur V 
Ext 5th Eng Officer Taylor J.D 
Electrical Officer Rogers R 
Walters A 


Cook StoddernA 





Chief Officer 
2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Summer 1976 


(10/09/1976) 


Captain Hine D 
Chief Eng Officer Green H 





Gledhill S,H 2nd Eng Officer Ratcliffe R 
Laurence C.A 3rd Eng Officer McKellar W.W 
Tyler J.G.B 4th Eng Officer O'Donnell T.P 
Fell A.E 5th Eng Officer Longbone D.E 
Mitchell N.J Cadet Act Jnr Eng Officer Talbot D 
Electrical Officer Brown J.K 
Bosun Jones H 
Cook Cotton R.A 
Storekeeper Porter A 
Winter 1976 
(23/02/1977) 
Captain Hine D 
Chief Eng Officer Green H 
Thomas C.O 2nd Eng Officer Ratcliffe R 
Tyler J.G.B 3rd Eng Officer Lambert P.W 
Pargiter J.H 4th Eng Officer Morris K.W 
Woolley J.N Ext 4th Eng Officer Carter A.P 
Ferry W.R Jnr Eng Officer Talbot D 
Mitchell N.J Electrical Officer Brown J.K 
Bosun Lockhart A.K 
Cook Wood J 


Storekeeper Porter T.A 





Autumn 1977 


(13/10/1977) 


Captain Hine D 
Chief Eng Officer Crowe W 


Chief Officer Wyatt R.H.W 2nd Eng Officer 
2nd Officer Pargiter J.H 3rd Eng Officer 
3rd Officer Thelwell A.G 4th Eng Officer 

Radio Officer Cross P.A Ext 4th Eng Officer 

Purser Brain J.A 5th Eng Officer 


Electrical Officer 
Trainee Elect Officer 
Bosun Lockhart A 
Cook Principe G 
Storekeeper Porter A 


Winter 1977 


(15/03/1978) 


Bell R.C 
Agnes G 
Taylor J.D 
Pascoe S.R 
Middleton S.J 
Evans S 
Gibson J.A 


Captain Hine D 
Chief Eng Officer Williams K.J 


Chief Officer McLeod K 2nd Eng Officer 
2nd Officer Anderson P 3rd Eng Officer 
Ext 2nd Officer Thelwell A.G 4th Eng Officer 
Radio Officer Foley B.J Jnr Eng Officer 
Purser Brain J.A Jnr Eng Officer 


Electrical Officer 
Trainee Elect Officer 
Bosun_ Lockhart A.K 
Cook Traynor F 
Storekeeper Porter T.A 





Hay W 

Dixon W 
Middleton S.J 
Shelton S 
Pickering A.L 
Potter G.D 
Williams D.A 


